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NOTES! ABOVE INFORMATION PASSED on FOLLOWING. ON PASS ONE AT 
ae: & OBSERVED. PULSING AND SHIFTING of PLUSE WAS PRESENT, 
THIS CHANNEL MONITORS THE EXIT IDLER AND THe SCAN BREAK. A COUNT 
OF PLUSES INDICATED cycLIng RATE WAS NORMAL, THE PAYLOAD FooTAGE 
IND MONITOR INDICATE APPROXIMATE CORRECT AMOUNT TRANSFERRED, 

ON PASS Tyo ATG No purses were OBSERVED, HOWEVER THIS NoT 
CONSIDERED ABNORMAL BECAUSE NORMAL PROGRAM MAY HAVE STOPPED CAMERA 










PRIOR TO ACQUISITION. ‘NEXT LOOK CAME ON PASS 6. THE PayLoap 
Tee ne TER INDICATED PAYLOAD MAD BEEN TRANSFERRED THRU PASS 2,00 
SINCE THIS T M PoINT Has BEEN INACCURATE IN PAST MISSTON FINAL 
CONCLUSSIONS ON OPERATION statu: | | a 


THE, Footacr TRANSFER 






LT0P SES 2 2. 
7 AND 8 THE ONLY PULSES OBSERVED WERE ON THE PART OF CHANNEL 
6 THAT INDICATED TAKE UP SPOOL ROTATION. WITH A FILM BREAK THE TAKE 
UP SPOOL WOULD CONTINUE TO OPERATE INDEPENDANTLY OF THE INSTRUMENT. 
FINAL ANALYSIS OF ABOVE MUST AWAIT T/M DATA FRow QR 
C. LATEST CONTROL GAS SUPPLY INDICATES MARGINAL CONDITION FOR DAY 


TWO RECOVERY. WILL KEFP ADVISED. 
END OF MESSAGE 





